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PAGE 01 BUDAPE 03140 131038Z 

15 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

085615 

R 130718Z SEP 76 
FM AMEMBASSY BUDAPST 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6903 
AMEMBASSY PRAGUE 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 3140 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: MEDICAL EQUIPMENT TSS 
REF: BUDAPEST 2402 

ON SEPT 10 COMMATT RECEIVED LETTER FROM MEDICOR CONTAINING 
NAMES FOUR ADDITONAL TOPICS KEY HUNGARIAN FIRM WOULD LIKE 
TO SEE IN TSS. THESE INCLUDE: 

1 . X-RAY SCANNER 

2. X/RAY EXAMINATION DEVICE TECHNOLOGY 

3. ELECTRONIC MEDICAL DEVICE ASSEMBLING TECHNOLOGY 

4. MULTI-PHASIC SCREENING. 
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